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Security Office, W© 


Projects ScaOKA sad AS0OH, Infection of 
Fairchild Genera lb Instrument Corporation 
Facilities 


1. Ga 21 Jnaa&ry i 960 visited Fairchild 

Camera & instrument Corporation Per the purpose of isapeetifig the 
ABHOR vork area and. the proposed CGUQIIA work area. Ttii# inspec- 
tion revealed that the AMOR area ha# been eo^letad sad week on 
the junOK equipment bee began mthia the restricted area* The 
entire reetriated area la e nclose d by ©iadar b lo c k s tern floor 
to celling and is separated fnos Ida proposed OQRQRA area by a; 
cinder Mock mil. Both areas ere located Utkin the L&ndia 
Plant. 


2 . The general physical security of tha total area is con- 
sidered very good* There is a afe-hour guard control sad admission 
to the ares is controlled by mass of a special badge tyetea rad 

access list. 


3. in discussions vith] 


it 


detearained that 


all the costs connected vith the AJBKW Project have been approved 
with the exception of the eq^oi^eat rooa sfaiefe ©111 be utilised 
by both the CCRORA sad A MOK Projects. The ocsur truction cost 


on this equipment rooa Is 


also advised and 


aid* available a mat breakdom of the const ruction costs to w 


nectioa vith the proposed 0QRQ11A area. These eosts total ] 

It should be noted that these figures include basic construct ion 
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cost# and required equipment. It is fait that froa a security 
standpoint the restricted sues is es se n tial at FCXC and this 
Inspection did not reveal any uaaeoesmry costs to asset the security 

requirements. 


It should also be noted that the coexist Ion date for both 
the AHSGSr and (XmOKA areas is approatmtely six seeks fro® the 
dote of this asnorandm. Also, at the end of this 6-seek jearidil 
the current 0OROHA area sill have been moved sad Integrated into 
the Landis raetriated area. 
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